VZCZCXRO0984 

00  RUEHCHI  RUEHDT  RUEHHM  RUEHNH 
DE  RUEHGO  #0265  1310715 
ZNR  UUUUU  ZZH 
O 110715Z  MAY  09 
FM  AMEMBASSY  RANGOON 

TO  RUEHC/SECSTATE  WASHDC  IMMEDIATE  8940 

INFO  RUCNASE /ASEAN  MEMBER  COLLECTIVE 

RUEHBJ/AMEMBASSY  BEIJING  2268 

RUE HBY/ AMEMBASSY  CANBERRA  1944 

RUEHKA/ AMEMBASSY  DHAKA  5193 

RUEHNE/AMEMBASSY  NEW  DELHI  5422 

RUEHUL/AMEMBASSY  SEOUL  9015 

RUE HKO / AMEMBAS S Y TOKYO  6591 

RUEHCN/AMCONSUL  CHENGDU  1783 

RUEHCHI /AMCONSUL  CHIANG  MAI  2154 

RUEHCI / AMCONSUL  KOLKATA  0631 

RUEAUSA/DEPT  OF  HHS  WASHDC 

RUEHRC/DEPT  OF  AGRICULTURE  WASHINGTON  DC 

RUEHPH/CDC  ATLANTA  GA 

RUEHRC/USDA  FAS  WASHDC 

RHHMUNA/CDR  USPACOM  HONOLULU  HI 

RHEHNSC/NSC  WASHDC 

RUEKJCS/ SECDEF  WASHDC 

RUEKJCS /JOINT  STAFF  WASHDC 

UNCLAS  RANGOON  000265 

SENSITIVE 

SIPDIS 

STATE  FOR  EAP/MLS , CA/OCS/ACS/EAP , OES,  G/AIAG 
PACOM  FOR  FPA 

USDA  FOR  FAS/PECAD,  FAS/CNMP,  FAS/AAD,  APHIS 
BANGKOK  FOR  USAID : JMACARTHUR , APHIS : RTANAKA,  REO : HHOWARD 
DEPT  PLEASE  PASS  TO  HHS  FOR  OGHA  STEIGER  AND  HICKEY 
PASS  TO  CDC  ATLANTA  FOR  CCID  AND  COGH 

E.O.  12958:  N/A 

TAGS:  KFLU  AEMR  ASEC  CASC  KFLO  TBIO  EAID  KPAO  PREL 
PINR , AMGT , BM 

SUBJECT:  TFFLU01:  H1N1  THERMAL  IMAGING  - RANGOON,  BURMA 

REF:  A.  STATE  45269 
IB.  RANGOON  253 

IQ.  The  following  are  answers  to  questions  posed  in  Ref  A: 

The  Ministry  of  Health  (MOH)  has  one  old  thermal  scanner 
at  the  Rangoon  International  Airport.  According  to  WHO 
Country  Representative  Adik  Wibowo,  the  thermal  scanner  is 
made  by  Singapore  Technology  Electronic  Company  and  has  two 
parts:  the  infrared  heat  calibrator  is  made  by 

American-owned  Omega  Company,  model  BB702,  and  the  camera  is 
made  by  Italian-owned  Manfrotto  Company,  model  486RC2.  The 
MOH  is  using  laser  temperature  gauges  to  monitor  temperatures 
at  other  ports  of  entry. 

The  MOH  is  scanning  all  passengers  arriving  at  the 
Rangoon  International  Airport,  the  Mandalay  International 
Airport,  the  Thilawa  Port  of  Rangoon,  and  16  border 
crossings.  Incoming  visitors  on  all  flights  and  boats, 
regardless  of  origin,  are  scanned. 

The  MOH  defines  "elevated  temperature"  as  100  degrees 
Fahrenheit/38  degrees  Celsius  or  higher. 

In  addition  to  monitoring  temperatures  of  incoming 
visitors,  the  Ministry  of  Health  requires  visitors  to  fill 
out  an  influenza  health  card,  detailing  prior  contact  with 
influenza  cases  and  travel  during  the  previous  10  days  (Ref 
B).  According  to  Deputy  Director  of  Health  Dr.  Kyaw  Nyunt 
Sein,  a visitor  with  only  an  elevated  temperature  will  not  be 
quarantined.  If  s/he  has  a temperature,  other  flu-like 
symptoms,  and  has  travelled  in  an  A/HINl-inf ected  country, 
the  individual  may  be  quarantined.  Only  the  individual  with 
flu-like  symptoms  will  be  quarantined,  rather  than  all 
persons  traveling  with  the  infected  individual,  Dr.  Kyaw 


Nyunt  Sein  explained. 
DINGER 


